CV,RELTD 

U.S. District Court 
U.S. District of Minnesota (DMN) 

CIVIL DOCKET FOR CASE #: 0:18-cv-00487-PAM-BRT 


Madel v. United States Department of Justice et al 
Assigned to: Senior Judge Paul A. Magnuson 
Referred to: Magistrate Judge Becky R. Thorson 
release: 0:13-cv-02832-PAM-FLN 
Cause: 05:552 Freedom of Information Act 
Plaintiff 


Date Filed: 02/20/2018 
Jury Demand: None 
Nature of Suit: 895 Freedom of 
Information Act 

Jurisdiction: U.S. Government Defendant 


Christopher W. Madel represented by Jennifer M Rohhins 

Madel PA 

800 Hennepin Ave. 

Ste 800 

Minneapolis, MN 55403 

612-605-0630 

Fax:612-326-9990 

Fmail: irobbins@madellaw.com 

LEAD ATTORNEY 

ATTORNEY TO BE NOTICED 


Todd Leo Hennen 

Madel PA 

800 Hennepin Ave 

Suite 800 

Minneapolis, MN 55403 
612-605-0630 

Fmail: thennen@madellaw.com 
LEAD ATTORNEY 
ATTORNEY TO BE NOTICED 


V. 

Defendant 

United States Department of Justice represented by Pamela Marentette 

United States Attorney's Office 
300 S 4th St Ste 600 
Minneapolis, MN 55415 
612-664-5652 

Email: Pamela.Marentette @ usdoi. gov 
LEAD ATTORNEY 
ATTORNEY TO BE NOTICED 


Defendant 

Drug Enforcement Administration represented by Pamela Marentette 

(See above for address) 

LEAD ATTORNEY 
ATTORNEY TO BE NOTICED 


Date Filed 

# 

Docket Text 

02/20/2018 

1 

COMPFAINT against Drug Enforcement Administration, United States Department of 
Justice (filing fee $ 400, receipt number AMNDC-5968108) filed by Christopher W. 
Madel. Filer requests summons issued. (Attachments: # 1 Exhibit(s) Exhibit 1, # 2 

Civil Cover Sheet Civil Cover Sheet) (Robbins, Jennifer) (Entered: 02/20/2018) 

02/20/2018 

2 

TEXT ONLY ENTRY: CLERK’S NOTICE OF INITIAL CASE ASSIGNMENT. 

Case assigned to Judge Paul A. Magnuson per 3rd and 4th Master list, referred to 
Magistrate Judge Becky R. Thorson. Please use case number 18-cv-487 (PAM/BRT). 
















(KNK) (Entered: 02/20/2018) 


02/20/2018 

3 

Summons Issued as to Drug Enforcement Administration, United States Department of 
Justice. (KNK) (Entered: 02/20/2018) 

02/23/2018 

4 

NOTICE of Appearance by Pamela Marentette on behalf of Drug Enforcement 
Administration, United States Department of Justice. (Marentette, Pamela) (Entered: 
02/23/2018) 


5 

AMENDED ORDER: In re dispositive motion practice in cases assigned to Judge 
Magnuson, signed by The Hon. Paul A. Magnuson on October 1, 2014. (Entered: 
03/19/2018) 

03/23/2018 

6 

REQUEST re 1 Complaint, FOR EXTENSION OE TIME TO RESPOND TO 
PLAINTIEE'S COMPLAINT hy Drug Enforcement Administration, United States 
Department of Justice. (Marentette, Pamela) (Entered: 03/23/2018) 

03/23/2018 

7 

PROPOSED ORDER TO JUDGE re Request for Extension of Time to Respond to 
Plaintiffs Complaint 6 Request. (Marentette, Pamela) (Entered: 03/23/2018) 

03/23/2018 

8 

ORDER on 6 Request for Extension of Time to Respond to Plaintiffs Complaint. 

Signed by Magistrate Judge Becky R. Thorson on 3/23/2018. (MSK) (Entered: 
03/23/2018) 

03/30/2018 

9 

ANSWER to Complaint filed by Drug Enforcement Administration, United States 
Department of Justice. (Marentette, Pamela) (Entered: 03/30/2018) 

04/04/2018 

10 

NOTICE OE RUEE 16 PRETRIAE CONEERENCE: Initial Conference set for 
5/29/2018 at 02:30 PM in Judge's Chambers, Suite 734 (STP) before Judge Paul A. 
Magnuson. (JEP) (Entered: 04/04/2018) 

05/22/2018 

11 

REPORT of Rule 26(f) Planning Meeting. Piled by Christopher W. Madel. Jointly 
Signed by United States Department of Justice, et al..(Robbins, Jennifer) (Entered: 
05/22/2018) 

05/29/2018 

12 

PRETRIAE SCHEDUEING ORDER: Discovery due by 08/01/2018; Non-Dispositive 
Motions due by 08/01/2018; Dispositive Motions due by 10/01/2018; Ready Por Trial 
by 12/01/2018. Signed by The Hon. Paul A. Magnuson on 5/29/2018. (EEM) (Entered: 
05/29/2018) 

05/29/2018 

13 

**TEXT ONLY ENTRY** Minute Entry for proceedings held before Judge Paul A. 
Magnuson: Initial Pretrial Conference held on 5/29/2018. Present: Jennifer Robbins for 
Plaintiff; Pamela Marentette for Defendant. (ct20min) (JEP) (Entered: 05/29/2018) 

06/29/2018 

14 

DISCLOSURES by Christopher W. Madel.(Robbins, Jennifer) (Entered: 06/29/2018) 

09/21/2018 

15 

MOTION to Stay filed by Drug Enforcement Administration, United States 

Department of Justice. (Attachments: # 1 Exhibit l)(Marentette, Pamela) (Entered: 
09/21/2018) 

09/21/2018 

16 

PROPOSED ORDER TO JUDGE re 15 MOTION to Stay filed by Drug Enforcement 
Administration, United States Department of Justice.(Marentette, Pamela) (Entered: 
09/21/2018) 

09/24/2018 

n 

ORDER: IT IS HEREBY ORDERED that: 1. Defendants’ Motion to Stay 15 is 
GRANTED and this matter is STAYED during the pendency of the Sixth Circuit 

Court of Appeals case numbers 18-3839 and 18-386; and 2. Defendants shall file a 
request to lift the stay within 14 days of the resolution of the appeals. Signed by The 
Hon. Paul A. Magnuson on 9/24/2018. (ELM) (Entered: 09/24/2018) 

06/28/2019 

18 

LETTER TO DISTRICT JUDGE by Drug Enforcement Administration, United States 
Department of Justice . (Attachments: # 1 Sixth Circuit Court of Appeals Opinion, HD 
Media Company, EEC, The W.P. Company, EEC v. U.S. Deapartment of Justice, et 
al.. Nos. 18-3839/3860, # 2 Supreme Court Opinion, Eood Marketing Institue v. 

Argus Leader Media, No. 18-481)(Marentette, Pamela) (Entered: 06/28/2019) 

09/20/2019 

19 

REQUEST TO LIET STAY hy Drug Enforcement Administration, United States 
Department of Justice. (Marentette, Pamela) (Entered: 09/20/2019) 






















09/20/2019 

20 

PROPOSED ORDER TO JUDGE re Request to Eift Stay 19 Request. (Marentette, 
Pamela) (Entered: 09/20/2019) 

09/24/2019 

21 

ORDER EIETING STAY: IT IS HEREBY ORDERED thatDefendants Request to Eift 
Stay (Docket No. 19) is GRANTED. Signed by Judge Paul A. Magnuson on 

9/24/2019. (JEP) (Entered: 09/24/2019) 







